
NJ TRANSIT Police Department OEM 
Emergency Operations Center 
Sunday, April 7, 2019 
2019 WrestleMania 35 
SITUATION REPORT #2 


The New Jersey Transit Police Office of Emergency Management (NJTPD OEM) EOC is monitoring 
conditions across the NJ TRANSIT system. 

As of 1000 hours, the NJ Transit Emergency Operations Center is activated to a Level 2 status in 
response to the WrestleMania 35 event at MetLife Stadium. OEM will monitor conditions and prepare 
Situation Reports and Spot Reports as necessary. 

All notifications and resource request shall be directed to the NJ Transit EOC. 

EOC: OEM, NJTPD, Rail, Light Rail, Bus, Safety, Public Information, Social Media, Ops Com, Customer 
Service and Information Technology. 

Event Summary: 

In order to facilitate situational awareness and enhanced communication, NJTPD OEM and NJT business 
line representatives are currently monitoring conditions across the NJT system. 

Total ridership as of 5:45pm - Rail 7530 + 1788= Total 9,318 

Meadowlands Sports Complex Weather: 

Tonight: Showers, mainly after 1am. Low around 52. South wind around 7 mph. Chance of precipitation 
is 80%. New precipitation amounts between a tenth and quarter of an inch possible. 

Updates: 

Police: 

• Officers are posted at MetLife Stadium and throughout the system and monitoring conditions and 
responding to calls for service. Extra deployments have been added to support the increased 
ridership 

Rail: 

• All Jobs have been filled by crew callers except for Job #6 and that will be filled in the field by 
Sec/Meadowlands supervision. 

• As of 5:00pm rail has transported 7,530 passengers to MetLife Stadium 

• The following trains have been annulled tonight 6930, 6934, 6935, 6939 

Bus 
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• As of 3:55pm, The final Counts for the 353 Line from Secaucus Junction to Metlife 
Stadium : 1788 Passengers (Including 3 W/C Passengers); 10 Buses used; 41 Trips made. 

• Traffic Advisory: NJ Transit not involved. Route 46 East at Rout 3 East is closed due a motor 
vehicle accident. Wayne and Market Street Operators on an alternate route. 194/197 Lines on a 
Rte. 80 Inbound detour. 4:45pm - Traffic Advisory Update: All lanes on Rte. 46 has been 
reopened. 194/198/197 Lines are back on regular route. No service delays to report. 

Bus service traveling to/from PABT is subject to delays of up to 15 minutes due to heavy 
traffic volume on Rt. 495 


Light Rail: 

• Hudson-Bergen Light Rail: 

o Normal weekday service, 
o Operators are reporting normal ridership. 
o No disruptions reported. 

o Elevator No. 1 at Bergenline Ave Station is OOS for scheduled repairs. 

• Newark Light Rail: 

o NLR is operating on a Saturday schedule, 
o Normal passenger ridership at this time, 
o All revenue service is running on or close to schedule, 
o Elevator is out of service at platform 2 in Newark Penn Station, 
o Outbound west end stairwell is closed to passengers at Military Park. 

• River Line: 

o The River Line is operating a regular Sunday schedule. 

• Access Link: 

o Access Link is operating a normal weekend schedule and is running on or close to 
schedule. 

• Contracted Bus Services Status: 

o Operating normal weekend schedule with no disruptions reported. 

• Private Bus Carriers Status: 

o Operating normal weekend schedule with no disruptions reported. 

• NY Waterway Service Status: 

• Operating normal weekend schedule with no disruptions reported. 

Safety: 

• Bus: No issues reported. 

• Rail: No issues reported 

• Light Rail: No issues reported. 

Customer Service Field Offices & TIC Hours: 

Secaucus - 6:30am-10:00pm 
Hoboken - Closed 
Newark Penn - 8:00am - 5:00pm 
NY Penn - 7:00am - 11:00pm 
PABT - Closed 
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Trenton - Closed 

Camden - Closed 

Newark Broad Street - Closed 

Transit Information Center: 8:30am-5:00pm 


SEC 

Bus #353 Departure Time and Passenger Count From Secaucus to the Meadowlands. 

Between the hours of 1:30 p.m. to 2:40 p.m. Ambassadors on duty at the bus lanes for the 
Shuttle bus #353 to the Meadowlands reported 20 buses departed Secaucus and 
transported 1086 passengers to the Meadowlands. 

1:30 p.m. 3 buses departed Secaucus with 167 passengers . 

1:37 p.m. 4 buses departed Secaucus with 224 passengers. 

1:45 p.m. A bus departed Secaucus with 51 passengers. 

1:55 p.m. A bus departed Secaucus with 40 passengers. 

2:05 p.m. bus departed Secaucus with 58 passengers. 

2:10 p.m. bus departed Secaucus with 52 passengers. 

2:13 p.m. bus departed Secaucus with 51 passengers. 

2:15 p.m. bus departed Secaucus with 64 passengers. 

2:17 p.m. two buses departed Secaucus with 107 passengers. 

2:20 p.m. A bus departed Secaucus with 58 passengers. 

2:24 p.m. A bus departed Secaucus with 51 passengers. 

2:25 p.m. A bus departed Secaucus with 57 passengers. 

2:27 p.m. A bus departed Secaucus with 57 passengers. 

2:40 p.m. A bus departed Secaucus with 49 passengers. 

Ambassadors in Secaucus from Sunday 10:30 a.m. until Monday 1:00 a.m. assisting passengers 
to and from the meadowlands for the WrestleMania Event. 

Incidents: 

SEC 

Escalator #23 leading to Tracks A/B is out of service. Reported to Station Manager and 
Meridian. 

Escalators #2 and #28 are out of service. Reported to Station Manager and Meridian. 

Escalator #17 is turned off. Reported to Station Manager and Meridian. 

NPS 

Escalators #8, 9, 10 & #11 leading to Tracks #1, 2, 3/4 & #5 are out of service. Reported to 
Response Center and Station Manager. 

Elevator #31, leading from NLR is out of service. Reported to Response Center and Station 
Manager. 

PSNY 
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No incidents to report. 


HOB 

No incidents to report. 

PABT 

No incidents to report. 

NBS 

No incidents to report. 

• Incidents: 

Public Information: 

• No new activity. 

Social Media: 

• This morning there was normal chatter regarding bus, rail and light rail service 
Information Technology: No technology issues to report at this time. 
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